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PAR 






the first name in TOOL BOXES 
the last word in QUALITY 





Model 732. Carpenter tool box with full 
length tray, hangers for level, inserts to 
hold 3 saws. Cover slotted to allow clear- 
ance for square. 744x8x32". Wt. 13 Ibs. 
Case of four - 54 Ibs. 





Model 702, Hip roof construction allows 
fole tray fo sit high giving maximum 


room. Bor handled tray holds complete 


set of socket wrenches. 
7V,x8x20". Wt. 9 Ibs. Case of six - 


56 Ibs. 


Model 700. Single tray cantilever type 
all-purpose tool box. Like all Park boxes, 
it is ruggedly built for lasting service, 
Continuous piano-lype hinge. 7 x65Qx 
20". Wt. 8 Ibs. Case of six - 50 Ibs. 


Model 1780. Ideal for plumbers, mechan- 
ics, etc. Four cantilever type trays—2 parti- 
tioned, 2 plain. Will held practically all 
fools used in a home. 8Y¥2x11x17. Wh 12 
Ibs. Cose of four.- 50 Ibs. 



















Model 1786. The many tray partitions 
make this an ideal box for small parts as 
well as fools. Four cantilever trays with 
varying-sized partitions. 8Y.x11x17". Wt. 
12 Ibs. Case of four - 50 Ibs. 


Model 1786C. Tockle Box. Four canti- 
lever trays. Two top trays each have eight 
individually cork-lined compartments to 
protect lure finishes and hook points. 8x 
10x17". Wt. 11 Ibs. Case of four - 46 Ibs. 


PARK sets the standard of quality in tool boxes. All Park 
boxes have electrically welded seams - heavily plated 
hardware for rust resistance. All are finished in rich dark 


copper vidreo - hammerloid 


enamel. 


CALL YOUR JOBBER 


MANUFACTURING CO. 
GRANT PARK, ILLINOIS 


Mention Hardware Age When Writing 






